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In approving installation of data terminal circuits in l-D-0421 
and 1=D-1601 for the exclusive use and under the direct 
supervision of the OCS ADP Training Staff, the Office of 
Security said it should be remembered that although the use 
of these terminals is supposed to be limited to unclassified 
operations, iih order to protect the integrity of the system 
as a whole the same security procedures should be followed 
in these cases as those in effect for the entire time— sharing 
system.S 


\ |Chief, Exec Staff, 0/S, Memo for Actg D/CS , 

13 Oct 69, s ub: Installation of Data Terminal Circuits in OCS, 
Unno'd, Unclassified. 
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